27. There is a criticism that Vaastu pan&ts are scaring the innocent
people on the name of Vaastu and making them break their
structures and putting them to heavy loss. How to save this
situation?

Ans: There might be sporadic instances in which case scare might
have been noticed among some people about correction of Vaastu. It
is suggested to the owners and Vastu pandits that they should effect
the changes carefully in a phase-wise manner, Vaastu correction has
to be done for the site first and then the structure should be corrected. In
case of flats, correction of flat alone has given positive results to
the owner of the flat, specially on upper floors.

1st phase correction:- Correction of the plot

1)     South-West angle of plot is to be corrected to 90 degrees.

2)     North-West angle has to be less than 90 or equal to 90
degrees.

3)     The plot should be corrected to make a good rectangle,
if the North-South directions are-diagonal to the site.

4)     Underground water tank to be located in North-East.

5)     Gate: Should be-in North-East, if roads are in North or
East.

Provide the gate in South-East, if the road is in South
Fix it in North-West if the Road is in West
Under no circumstances the gate should be in South-West.
It can be fixed in South or West i.e. the midpoint

6)     If there is any well in South or West or South-West, it should
be closed immediately.

2nd phase corrections: Correction of the building

The Building part should be taken up for correction after ensuring
that the first phase corrections are carried out properly, which would
give some positive results and provide the necessary confidence to
go ahead with the correction of the Building. Finally we must select
a correct Vaastu Pandit as we select a Doctor.
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